: bn 9 = ’ 
. a> * * 

A BSG Fe 
$ 


FLIN FLON, MANITOBA, CANADA. 
Mystic Creek, 
Located 25 miles southeast of Flin Flon and on No. 10 
highway is Mystic Creek, a favorite camping site. It is 
also the starting point for an interesting boat trip up a 
chain of lakes that provide the best fishing to be found 
anywhere on the continent. 
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